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H.      AQUATIC AREAS

Check the type of body of water to which your study Is directly related.

SECTION III - OPERATIONAL SAFETY R&D CATEGORIES

Indicate the type of research and emphasis by percentages.   Percentages
should total 100%.

SECTION IV - ENVIRONMENTAL CONTROL TECHNOLOGY

CATEGORIES

Indicate the type of research and emphasis by percentages.    Percentages
should total 100%.

SECTION V - BIOMEDICAL AND ENVIRONMENTAL RESEARCH CATEGORIES

Use percentage(s) to indicate project emphasis according to the subcategories
listed. The percentages In each subsection should total 100%.

SECTION VI - PROJECT DESCRIPTION

A.      DESCRIPTION IN SUMMARY FORM

1.      Objective(s)

State project objectives, quantifying where possible (e.g., "demonstrate 95%
recovery of sulfur from raw gas with molten salt recycling at a rate of one gallon
per minute").

2.       Approach

Describe the technical approach to the project, i.e., how the work Is to be
done.

3.      Product/Results

Describe the final products or results expected from the project and those
obtained to date. The importance and relevance of the results to energy-related
environmental and safety projects should also be Indicated.nd is supportive of all cycles or processes, mark 100% in the "ALL OF THE
